

Approved For Release 2003/Q8/4 


25X1 

JJA-RDP82-00457R004200080k)01 -0 


tlASSIFICATION- 


country — B ymaniiL 


.REPORT NO.. 


HAOTM1 -'Panin Station 




2 8iuATI0N 

DATE OF CONTENT EM QftJLMgL 

DATE OBTAINED 


3 LACE OBTAINED. 


REFERENCES. 

PAGES 

REMARKS- — 


.ENCLOSURES (NO. & TYPE). 


.DATE PREPARED 27 December, 1M2. 


1 Blueprint 



261950 


25X1A 


1» The pump station is 500 feet northwest of. the iiAOIiiNX rail- 
road station, 160 feet east of the railroad line* ilie 
station is on the FAU&EI-TAMDAHiSI-F^IhSTI railroad line. 

2. The pump station is built exactly like the FAUii'Bl station* 

a. The pump station building covers an area 60 x 26 x 20 feet; 
it has two piston pumps ( Worthington system) and its output 

is 200 tons in 24 hours. 

b. The workshop building, 45 x 20 x 20 feet, is used for 
repairs on the pipe line system and valve repairs. 

c« Boiler house, 45/x 16 feet, was still under construction 
in the Fall of 1948. 

d. The refinery was under construction in the Fall of 1948. 

e. Four tanks with a volumetric capacity of 1,000 cubic 
meters each, wore lined at 82— foot intervals. Three tanks 
with a volumetric capacity of 2,200 cubic meters each were 
in a line at 82 foot intervals. 

f. Loading ramp, 500 feet long. Ten tank cars can be filled 
simultaneously. (See Annex). 

, I lOomments 


This pump station is an installation of the 3AIC0I— 3UZAU— 
CgflHA 70 DA - C01TCTAKZA pipe line 6 It is 125 mile s frg p — i 
B4CQI, the initial station of the pipe 
from COliSTABZA, the terminal 
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